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Message Text 


UNCLASSIFIED 

PAGE 01 QUITO 05190 221438Z 
73 

ACTION XMB-04 

INFO OCT-01 ARA-10 ISO-00 EB-07 /022 W 

104667 

R221230Z JUL 76 
FM AMEMBASSY QUITO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 916 
AMCONSUL GUAYAQUIL 

UNCLAS QUITO 5190 

FOR BIC/OED/MEPD 

STATE PLEASE PASS TO EX-IM-BANK 

E.O. 11652: N/A 
TAGS: BEXP, EC 

SUBJECT: MAJOR PROJECT: PAUTE (COLA DE SAN PABLO) HYDROELECTRIC 
PROJECT: FOLLOW-UP 

REFS: 75 QUITO 9269 AND PREVIOUS 

1. INECEL HAS INVITED PREQUALIFIED BIDDERS TO PRESENT 

THEIR OFFERS FOR MATERIALS AND EQUIPMENT, AND CONSTRUCTION 
OF THE FIRST STAGE OF THE PAUTE HYDROELECTRIC PROJECT. 

THE FOLLOWING FOUR U.S. ARE PREQUALIFIED FOR 
VARIOUS ASPECTS OF THE PROJECT: WESTINGHOUSE, GENERAL 
ELECTRIC, DRESSER, AND ITE. 

2. OFFERS WILL NOT BE ACCEPTED UNLESS THEY CONTAIN FIRM 
FINANCING FOR AT LEAST 85 PET OF THE FOB VALUE OF THE GOODS 
AND SERVICES FOR ELECTRICAL EQUIPMENT AND 100 PET 
CONSTRUCTION. INECEL HAS CONTACTED EX-IM-BANK REGARDING 
POSSIBLE FINANCING. EX-IM-BANK SHOULD EXPECT 

REQUESTS FROM U.S. FIRMS SHORTLY. EMBASSY REQUESTS 
EX-IM-BANK TO VIEW REQUESTS FAVORABLY. 

3. SPECIFICATIONS AND BID DOCUMENTS MUST BE ACQUIRED 
FROM INECEL. OFFERS MUST BE PRESENTED IN PERSON AT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 QUITO 05190 221438Z 

INECEL OFFICE NO LATER THAN 4:00 P.M. NOVEMBER 4, 1976. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976QUIT005190 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760282-0869 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760732/aaaabbuo.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 QUITO 9269 
Review Action: RELEASED, APPROVED 
Review Authority: Kelley WO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 5 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 APR 2004 by ThomasVJ>; APPROVED <28 DEC 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: PAUTE (COLA DE SAN PABLO) HYDROELECTRIC PROJECT: FOLLOW-UP 
TAGS: BEXP, EC 
To: COM 
Type: TE 
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